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Message Text 

UNCLASSIFIED 

PAGE 01 BOGOTA 06875 241513Z 
ACTION SY-05 

INFO OCT-01 ARA-14 ISO-OO SYE-00 MCT-02 FBOE-OO A-01 
OPR-02 CIAE-00 INR-10 NSAE-00 INRE-00 SS-15 SSO-OO 
NSCE-00 OC-06 CCO-OO PER-05 /061 W 

037380 241532Z/50 

O R 24I50IZ JUL 78 
FM AMEMBASSY BOGOTA 
TO SECSTATE WASHDC IMMEDIATE 9097 
INFO AMEMBASSY PANAMA 

UNCLAS BOGOTA 6875 

STATE FOR A/SY/OPS/FO; PANAMA FOR RSS 

E.O. 11652: N/A 
TAGS: ASEC, CO 

SUB J : MINOR EXPLOSION AT EMBASSY 

1 . AT 21:10 JULY 23, 1978, A LOW ORDER DEVICE EXPLODED 

ALONG THE PARKING LOT WALL ON THE EAST SIDE OF THE EMBASSY 
COMPOUND. NO INJURIES TO PERSONNEL AND DAMAGE WAS MINIMAL, 
CONFINED TO A SECTION OF THE CONCRETE WALL BASE OF THE 
SECURITY PERIMETER FENCE. 

2. POLICE AND BOMB SQUAD ARRIVED ON THE SCENE WITHIN 15- 
MINUTES OF THE EXPLOSION AND PRELIMINARY INVESTIGATION 
INDICATED THAT THE EXPLOSIVE DEVICE WAS PROBABLY A STICK 
OF DYNAMITE. THERE IS NO FIRM INDICATION AS TO THE MOTIVE 
OF THE PERPETRATOR! S ) AND NONE OF THE GUERRILLA OR 
TERRORIST ORGANIZATIONS CLAIMED CREDIT FOR THE EXPLOSION. 

3. INCREASED SECURITY PRECAUTIONS TO INCLUDE 
STRICT PACKAGE CONTROL AND CONTINUAL ROVING PATROL 
OF LOCAL GUARDS AFTER HOURS AND ADDITIONAL POLICE 
PROTECTION ARE BEING TAKEN. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 jul 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BOGOTA06875 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780303-0492 
Format: TEL 
From: BOGOTA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780725/aaaaauzo.tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: cccc676d-c288-dd11-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 21 apr 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1900849 
Secure: OPEN 
Status: NATIVE 

Subject: MINOR EXPLOSION AT EMBASSY 
TAGS: ASEC, CO 
To: STATE 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/cccc676d-c288-dd1 1 -92da-001 cc4696bcc 
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